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THIS IS UNEVALUATED INFORMATION 
25X1 


‘he constructions of hhe industriel installations of 
qustayi (45% 1) G/41°S4' my, Goorgien SSR, are repro~ 
duced on attached siceeohas status ~ Fall of 1949. 


or total survey on the industrial area see inner No 1 
rer pover plant and water works see ,nnex wo 2. 


5x1 foamene 


% Wery clanr picture of the latest status of the covbined 
iron ond steel plants under construction and their auxili-~ 
ary Dlente is Jiver by the attached sketches, ,ithoush the 
great nuvber of buildings are only vazuely reproduced, they 
Tully contirm previcus inforyation. 


New details on the type of construction cf the Blant instal: 
intdons ara fevealca by the tvo sketches snd pertaining 
Lesonds. ost of the Duldldinws whieh are located on both 
elides of the fiflie«Haku psilrond trunk Line are roported 


t 


em Lor the first tine. 


25X1 Whe annexes to which this report refers are being distri- 
25X1 buted as Mmly enoush copies are available to allow one for each 


customer. 
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# ecu Wo 161/2 

Pe @.Lid ao 161/11, previously/3 

-orner i’ ¢:ip wo 1831/5, ao: civilien quarters 
we@llin vs of civilian convicts 

We gucrters for civilians 


iivin: quarters undur construction, 25 to 40 nercent 


ecoumleted 4 


Hy 


Wilitery Installations 


vi 


12 


part of a former improvised -irficié with one hangar, 
S6x168x10 meters end several unidentified, smal} build= 
ings. The hergar is an iron structure with Slag~stone 
Linging 

New mjlitery airfield, limits not ascertained 

warters of two VD companies ruarding the prs 
“varters or one “VD conmany suarding civilian convicts 
«unicipal police cunrd posts 


Switchboard for uilitery ond eivilians 


ftaific jostalltions 


13a 


14 


15 


16 


and 13b toijrenad etdos «nd railroad stutions of the 
piflis-Belu railrosé trunk line 


tcilrond power transtoracr stetion 


“sin railrond line Tiflis-Buku, eleectrivicd to austavi, 


the section tustavi-Baku is ecuipped with oil fueled 


locomotives 


Brunch tracks lendir: to industrial installations und 
construction gites 


Nevly constructed rond 
zocd under construction, 30 percent completed 
Bridge over the kure River. The tre anpronches sare each 


about 180 meters longs, mounting 3 te Sb meters, 765 per- 
cant completed, 
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Legend to Annex 1, continued 


Jestalictions Yor the Gas and ater jupply 


AEA LORIE 


20 “ater tower, 9 meters hish «nd 3, nueters in Ginmeter 


al a. Puupin; station ond settlin: plent under constructior, 
89 vercent completed. .T.o of the seven projected pums 
are in operatica 
b. Central water works with two concreted water tanks, 
80 percent completed; for details see innex 2 

Be.i nouble wa ater Pine line in concrete LAUR: 1,.8x1.6 meters, 
4 meters underground. Once line completed , the other one 
20 percent cozpleted 

238 Heating gas line; % or 6 pertislly insulated steel pines 


of SO em divuetcr ina es mae ,ith a 12 en thiek concrete 
lining. The ¢ nel is 4, meters wide nd hes Sunll tovers 
“postcd .& Intervals of 24 acters, oseswinbly for ventlla- 
tion. 80 percent oi the canal are conplcted 

~unici. jel sud | Andustrisa supply Installs itions 

at Bred fecvene 

28 p'ood stores 


at “Qtor vehicle park with severpl hundred vehicles cnd two 
rejoir sho:s , $cx9x15 weteors each 


27 stores with sheet netc1l «nd pipes 

ue ®goNn" Blectro Vorking Pleat 

28 .irm deing work on canals, installrtion of sanitary . 
equipment, of water pines, sewage, regulation and utiliza 
tion of weate gases; desicn-ted *Santechstroi* 


30 “Tranastroi® construction firm for roads «nd railroad 
lingss 


3] a. oxygen plant 
db. Gonstruction site, area partially surveyed, some con= 
structions sterted. Plent under construction will oificial~ 
iy be a nitrogen plant and, accordin:: to rumors, 8h anntl- 
nition plant 


be “rood workin plant ond soviuiill, equinved vith severc1 sat 
franes 


86 fine plant under construction, 60 -crcent counicted 


a 
. 


ot FOLK? conbincd conexete pl:.nts inclucing stone ecru 
inst .11oticns -né a hi.jh ; xd y% tover 


35 WU" “wechanie: 1 repcir sho. Sov tools -nd construction uten= 


sils 
Ars) CGUStrucbion Lath, SPeclaliacu sor stcel atructures 
O_O 
peas 
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Legend to. Annex 2, continund 


fae i mre 


power jupply Inst: 11 tions 


a7 ’OR.CP Pl-nt under coustruction since the aorin: of 
1949, hel? conpleved, SePtaclly in once: tion, Lor 
Getculils sce .nnex 2 


33 Cond store.-c os the vovur Dlant iti conveyer instal- 
i-tion under construction, 70 purcent completed 


39 Loal vuistance power transuiusion line on Steel nasts, 
Your esbles led te the vest, Six eubles led to the 
railrocd trensforaucr stetion ué Yarth.2e on to the 
east , 


Mstalletions of the wteel Industpy | 


ay Blast furnace lent under construction, 20 vercent com- 
pleted 


41° 36 el picnt under construction, 40 percent completed 

42 Vrojoeted eres and construction site of rolling mill 
SO vereent comleted; further detalls wore not availe 
able 

435 rive steel processin: worksho vs, each 45x]5228 meters, 
iron structures with masonry lining. The saddle roofs 
aré covered with conerete slabs and shcet metal. “a= 
chines s rived constantly since lste 1948. No details 
ate avnilcble on the type of machines, their orizin, and 
the planned production ; 

44 Centrel storave vor ri chines 


45 storage eren With machinery stron an untwow Gertian sbeel 
Plant und rolling mill. 
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Vater works, power pirnt mi stccl plants; 


Xs 


“a 


wdninistretion of stee: plent, brick building, 30x927, 
metere with saddlzs rooi 


Poundrtions of to blast furnnces vith tro stout smokestacks 
nort!:: of the building. The construction wes temporarily 
disecnéinucd 

Tvo vir he:.ters 


aunil conerete bullain;, solidly coustructed, purpose 
upinowm; unide itivicd :ork was donc in this area 


Levers] Loundstions «ith conercte pillarc, cbout 67,422, 
raters 
Huncers ini other stora c vor coke «nd adrixtures loented 
om a hill vith railroad connections to the nearby Tlast 
fumineces, to facilitate the cher inc of the blast furnaces 
fren overhesd (stateu nut of an encineer); size 6UxHe y righers , 
6c percent completed Gay 
Boast Turnnace deocrtment, 67)30x27 netcrs, 50 vercent com- 
plated, tio shoct uct-1 smokestacks with brick lining at 
tae inside, 86 weters hilh ond 3, eters in dianueter,-were 
ndeth ov the building 

presumably foundry, 36xi2:x22,;; neters, 80 rnercent completed 


gerap installetion, sane size as No 6 above, only sonewhst 
lower, 86 percent completed 


Genal ror heating gas, for details see innex 1 


“ater works 36x135z7; meters with 2 water bunkers, 5) meters 
deep, 18 meters in diameter, 80 percent completed 


vouble pice line for water, for deteila see innex 1 
To O11 containers, each : cout 13)x133x5} meters 
pumping station for residu:l oils, 6 :x3,x4) meters 
oil pine Line . 

praingcve pisze wor oil waste 

Goal dump of povcr plant, 1 45x82 metors 


Lordi; orale, on re ils, shout lego meters lone and 60 :eters 
apert 


sunnel throu ch which cosl is loaded on underrsround conveyer 
belt 


dubber conveyer belt, 6C @itiae, S15 wcters lon, 2/% ore 
Seba) Ae, ailiien ty : be as st ears PS Ces he GRE SO Be ACA eS pO 
freon where the coud is silwred vie a sieve end . senile to 
the Geinacing deocrtaeny of the gover plant. 5X4 
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Conl to.cr S neturs hich 


Coal rindin; shop of the po er plent 


poilerhouse, 36x27x36 mevers, e2:lamoicits vere plenned, 


OQ percent completed, fucled vith eoul dust snd oil. “ath 
two sheet net-1 smokestacks 45 ueters hinh ond 2.7 seters 
aisueter. 
drninistration 


Turbine house, about 45x223x%18 sieters, one turbine has 
been in operation since the 3pring of 1949 


switching station 


open-air transformer station (No 26 ani 27 have together 
the saue size as No 23 above) 


storace shed, 36x192x6 meters, 6U percont commieted 


Construction of a new buildins, S7ix21 meters, 30 percent 


coupleted, intended purpose unknown 


wtcl structurc, £7x27x9 meters with overhesd rails of 6 
travelling orane, 80 vercent conpletca, intended purpose 
pricnown . 
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